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Executive Rogiahy 


UNITED STATES INTELLIGENCE BOARD 


OFFICE OF THE EXECUTIVE SECRETARY 

5 May 1966 

MEMORANDUM FOR : Mr. Richard Helms 

SUBJECT : Picture of the United States Intelligence Board 


1. The attached prints of the photograph taken of the United 
States Intelligence Board (USIB) on 10 March 1966 are transmitted here- 
with for your personal use as you deem appropriate. 

2. Although unclassified, these photographs are not of course 
intended for general public distribution. 

3. Attention is also invited to the fact that the specific functions 25X1 A 
and subjects dealt with by the USIB are classified matters. 



Attachment 
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UNITED STATES INTELLIGENCE BOARD 
20 November 1973 


Seated (Left to Right): 

Major General George J. Keegan, Jr., USAF, Assistant Chief of 
Staff, Intelligence, United States Air Force 

Lieutenant General Vernon A. Walters, USA, Deputy Director of 
Central Intelligence 

Mr. William E. Colby, Director of Central Intelligence, Chairman 
of USIB 

Dr. Ray S. Cline, Director of Intelligence and Research, Department 
of State 

Mr. William N. Morell, Jr., Department of Treasury Representative 
to USIB 

[ xecutive Secretary of USIB 

Mr. Edward S. Miller, Federal Bureau of Investigation Representative 
to USIB 

Mr. James G. Poor, acting for Major General Edward B. Giller, 

USAF (Ret.), Atomic Energy Commission Representative to USIB 

Lieutenant General William E. Potts, USA, acting for Vice Admiral 
Vincent P. de Poix, USN, Director, Defense Intelligence Agency 

Lieutenant General Lew Allen, Jr. , USAF, Director, National Security 
Agency 

Major General Harold R. Aaron, USA, Assistant Chief of Staff for 
Intelligence, Department of the Army 

Rear Admiral Donald P. Harvey, USN, acting for Rear Admiral 
Earl F . Rectanus, Director of Naval Intelligence 


Approved For Release 2003/12/09 : CIA-RDP83-00036R001 300200001 -4 





